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STATINTL STATINTL 
EXHIBIT NO. 6 TO CONTRACT NO 
; . ~ CONTRACTOR > PRICES CONFORM TO THE 
FROM Baird~Atomic, Inc. PRICE FORMULA IN EFFECT ON THE DATE OF THIS EXHIGI 


{ CONTRACTOR} 


PRIGES ARE FAIR AND REASONABLE; THIS EXHIB 
T0 HEREBY APPROVED IN THE AMOUNT OF § 847, 


(CONTRACTING OFFICER) 


ee 
i H ‘ ! 
PART NO. NOMENCLATURE (QUANTITY UNIT PRICE | TOTAL PRICE REMARKS 
i ed Bicep ht sitet Jobe et Reel aaa, AC ApH Se eet te nn ne 
é None Sealing Plug | 50 . 50 
2. None _ Gaskets for Installation « 6 50 = 3.00 
3. | 10821-45 | Viewing Shield l 7. 80 7. 80 
4. 10276-31 | . Watch Clip 1 98 98 
5. ! CR44.32 Averager Assembly I 831.47 831.47 
6. | 10831-76 _ Averager O-Ring 1 50 . 50 
7. | MS23561-15 Averager O-Ring 1 50 .50 
8. § 10831-60 - Desiccant Cell & Gasket t 50 . 50 | 
9. | None _ Can of Desiccant Pellets l 2.67 2.67 { 
{ i 
| : ! 
3 ‘| 
STATINTL 
STATINTL | 
PREVIOUS UNCOMMITTED BALANCE ——a | 
TOTAL THIS EXHIBIT ee?) 
ma -847, 92: i 


PRESENT UNCOMMITTED BALANCE 
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STATINTL 
STATINTL 
APPROVED PRODUCTION LISTNO. 6 TO CONTRACT NO. Ji 
FROM nn =~ CAPPROVED SIGNE 
{ AUTHOR: ZED REFRESENTAT IVE} {OATE) 


10 Baird-Atomic, Inc PREPARED __ 6-29-61 SIGNE 


{OATE} 


ot = 


{CONTRACTING OFFICER) ms 


us "PART NO. | NOMENCLATURE QUANTITY: UNIT PRICE | TOTAL PRICE RENARKS 


Si rc eo Paes es 


| 
| 


aren on ee on 


1. None Sealing Plug 1 50 . 50 
as None Gaskets for Installation 6 50 3.00 
2. 10821-45 | Viewing Shield 1 7.80 | 7.80 
4, 10276-31 _ Watch Clip a) 98 98 
5. CR44-32 - Averager Assembly 1 831.47 | 831.47 
6. 10831-76 Averager O-Ring i 50 .50 
7. MS23561-15 _ Averager O-Ring 1 50; 50 
8. 10831-60 _ Desiccant Cell & Gasket 1 50 | 50 
9. . None Can of Desiccant Pellets 1 2.67 | 2.67 | 
: 
4 
| 
| 
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